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UNITED STATES COURT OF APPEALS 
FOR THE FOURTH CIRCUIT 

1100 East Main Street, Suite 501, Richmond, Virginia 23219 


August 29, 2019 


RESPONSE REQUESTED 


No. 18-2486, In re: Donald Trump 
8:17-cv-01596-PJM 
TO: Donald J. Trump 

RESPONSE DUE: September 9, 2019 

Please respond to the petition for rehearing and rehearing en banc on or before 
September 9, 2019 . The response may not exceed 3900 words if prepared by 
computer and may not exceed 15 pages if handwritten or prepared on a typewriter. 


Donna Lett, Deputy Clerk 
804-916-2704 





